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STATE OF MICHIGAN 


IN THE CIRCUIT COURT FOR THE COUNTY OF WAYNE 





PATRICK J. COLBECK, AFFIDAVIT OF PATRICK J. 
COLBECK 
Plaintiff, 


=-VS- 


CITY OF DETROIT; DETROIT ELECTION 


COMMISSION; JANICE M. WINFREY, in FILE NO: 20- -AW 
her official capacity as the CLERK OF THE 
CITY OF DETROIT and the Chairperson of JUDGE 


the DETROIT ELECTION COMMISSION; 
CATHY M. GARRETT, in her official 
capacity as the CLERK OF WAYNE 
COUNTY; and the WAYNE COUNTY 


BOARD OF CANVASSERS, 
Defendants. 
/ 
David A. Kallman (P34200) 
Erin E. Mersino (P70886) 
Jack C. Jordan (P46551) 
Stephen P. Kallman (P75622) 


GREAT LAKES JUSTICE CENTER 
Attorneys for Plaintiff 

5600 W. Mount Hope Hwy. 
Lansing, MI 48917 

(517) 322-3207/Fax: (517) 322-3208 


AFFIDAVIT 
The Affiant, Patrick J. Colbeck, being first duly sworn, hereby deposes and states as follows: 


1. My name is Patrick J. Colbeck, I was a poll challenger for the November 3, 2020 election 


> 


and I am a resident of Wayne County. 


2. At approximately 5:30pm on November 3, 2020, I asked Daniel Baxter if Tabulation 
Computers were connected to internet. Mr. Baxter said simply “No.” 
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3. At approximately 5:45pm on November 3, 2020, I first asked Chris Thomas how the 
tabulated results were to be transferred to the County and other parties. He said he didn’t know, 
but he would find out. I repeated this inquiry throughout the evening until Mr. Thomas 
responded that he would not be able to release that information until the end of the next 

day. Early during the morning, I was able to look at a copy of the Detroit Election manual which 
specified that the tabulated votes would be copied from the adjudicator computers to a series of 
flash drives. 


4. At approximately 7:30pm on November 3, 2020, about 50% of Poll Workers left the AV 
Counting Board before 8pm in violation of MCL 168.792a(11). An announcement was made by 
Detroit Election Officials at 7:45pm calling them back but most had already left the AV 
Counting Board area. 


2 At approximately 11pm on November 3, 2020, I asked David Nathan if any of the 
computers were connected to the internet. He said “No.” When I asked for confirmation, he said 
“Trust me.” I stated that he may have been misled. When I pressed for a demonstration, he 
repeated “Trust me.” All it takes to confirm the connectivity status of a Windows computer is to 
roll the cursor over the LAN connection icon in the bottom right corner of the display. When 
there is no internet connection, a unique icon showing a cross-hatched globe appears. I 
proceeded to review the terminal screens for the Tabulator and Adjudicator computers and I 
observed the icon that indicates internet connection on each terminal. Other poll challengers can 
attest to this observation as required (e.g. Kristina Karamos and Randy Bishop). 


6. Sometime during the evening I proceeded to examine the physical cabling connections 
between all of the computers in the facility. The results of this observation are captured in the 
attached network topology diagram. The IT technician stationed on the stage actively 
discouraged any close-up observation of the network. Phone usage ban discouraged taking 
photographs of equipment. There were no observed ethernet connections for Electronic Poll 
Books at AV Counting Boards, but Wi-Fi Routers were present with attached active Wi-Fi 
networks in area including one called “AV_Connect” and a separate one for “CPSStaff” which 
were both of sufficient signal strength to be accessed outside of the Counting Board as well as 
inside. I did not confirm presence of internet connection for Electronic Poll Books but the 
“security incident” at 10am on 11/3 would seem to indicate that they were connected to internet 
via Wi-Fi. 
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7, Further affiant says not. 
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On this 8" day of November, 2020, before me personally appeared Patrick J. Colbeck, who 
in my presence did execute the foregoing affidavit, and who, being duly sworn, deposes and states 
that he has read the foregoing affidavit by him subscribed and knows the contents thereof, and that 
the same is true of his own knowledge and belief, except as to those matters he states to be on 
information and belief, and as to those matters he believes them to be true. 


Notary Public, O ak [Ane County, Michigan 
ob SL 


My Commission Expires: 7/44 _ 7, 









BARBARA A. HARRELL 
NOTARY PUBLIC, STATE OF Ml 
COUNTY OF OAKLAND 
MY COMMISSION EXPIRES Aug 4, 2025 


ACTING IN COUNTY OF Lawn ee 
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Detroit Absentee Voter Counting Board 
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Prepared by Patrick Colbeck, Poll Challenger 
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